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1 IN 03165 


€ST:K 


PROGRAM ON 19 JAN 59 . THIS WILL INVOLVE A 

25X1 A 


WILL START ELECTRICAL INTERFERENCE 25X1 A 

FLT TEST CREW 


AND A 


2. THE 


ENGINEER 

TEST WILL COST APPROX $ 20,000 BASED ON A 


6 WEEK PROGRAM . THESE COSTS CAN BE ABSORBED IN SP~19l8 IF 

ADDITIONAL FUNDS REQUESTED FOR FISCAL YEAR 1 959 ARE APPROVED 

(REF BOB’S LETTER TO CONTRACTING OFFICER, SP~191J AND SP-1918 

DTD 15 DEC 58 ). 25X1 A 

'ENGINEER TO BE CONTRACTED BY 


3 - 

APPROX 


AS REQUIRED. 


COST TO BE $ 8,400 FOR 12 WEEK PROGRAM. TO BE 
REVISED IF PROGRAM SHORTER. 

4 . EXPECT THIS PROGRAM TO TAKE 6 TO 12 WEEKS. BOTH 
GROUND AND FLIGHT CHECKS WILL BE ACCOMPLISHED. KITS REQUIRED 
AS A RESULT OF TESTS TO BE ADDITIONAL COST. 
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